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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 204209 

61 

ORIGIN EUR-25 

INFO OCT-01 ISO-OO INT-08 FPC-01 EB-11 SCEM-02 COME-OO 

CIAE-00 DODE-OO PM-07 H-03 INR-10 L-03 NSAE-00 NSC-10 

PA-04 RSC-01 PRS-01 SPC-03 SS-20 USIA-15 ACDA-19 

10-14 TRSE-00 OMB-01 /159R 

DRAFTED BY EUR/CAN:EMBROWN:PB 
APPROVED BY EUR/CAN:EMBROWN 
INTERIOR:EHARPER (PHONE) 

FPC:MR. BALET (PHONE) 

EB/FSE:FMAU (PHONE) 

111280 

R 152155Z OCT 73 
FM SECSTATE WASHDC 
TO AMEMBASSY OTTAWA 

UNCLAS STATE 204209 

E.O. 11652: N/A 
TAGS: ENRG, US 

SUBJ: UNITED STATES NATIONAL POWER GRID PROPOSALS 
REF: OTTAWA 2454 

LEGISLATION TO CREATE NATIONAL POWER GRID HAS BREN 
INTRODUCED IN PRESENT AND PAST SESSIONS OF CONGRESS. 
EXECUTIVE BRANCH AND FEDERAL POWER COMMISSION HAVE 
OPPOSED ENACTMENT FOR VARIETY OF REASONS. SUPPORT 
HAS COME FROM GREAT PLAINS MEMBERS OF CONGRESS. WHO 
SEE IT AS MEANS WORKING TOWARD FEDERALLY OWNED AND 
OPERATED POWER GENERATION AND DISTRIBUTION SYSTEM 
THAT WOULD BENEFIT THEIR REGION. IN PAST, SIMILAR 
DRAFT LEGISLATION HAS DIED IN COMMITTEE. KISSINGER 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 OCT 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE204209 

Document Source: CORE 

Document Unique ID: 00 

Drafter: EMBROWN:PB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 031 /aaaaawts.tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ORIGIN EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: OTTAWA 2454 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 23 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23-Aug-2001 by phillir0>; APPROVED <06 MAR 2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: UNITED STATES NATIONAL POWER GRID PROPOSALS 
TAGS: ENRG, US 
To: OTTAWA 
Type: TE 
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